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SUBJECT: MCKEE ENGINEERING BID FOR PHARMACEUTICAL INSTALLATION 
REF: USDOC 14785 

1. ON OCTOBER 3, THE AMBASSADOR DISCUSSED MCKEE'S BID FOR 
A PHARMACEUTICAL INSTALLATION WITH VICE MINISTER OF 
FOREIGN TRADE DLUGOSZ. THE AMBASSADOR EMPHASIZED THAT 
HE WOULD LIKE THIS CONTRACT TO BE AWARDED ON TECHNICAL 
AND FINANCIAL CRITERIA AND NOT IN RESPONSE TO POLITICAL 
PRESSURES. 

2. DLUGOSZ SAID HE WOULD INVESTIGATE THE MATTER AND 
REPORT BACK TO THE AMBASSADOR ON OCTOBER 6 OR 7. 
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